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CONNECTIONS 



INSTALLATION & MAINTENANCE GUIDE FOR DISK DRIVES 

DESCRIPTION 

The X-4060/61 series disk drives have a storage capacity of up to 100K bytes with 
single density (FM) recording and 183K bytes with double density (MFM) recording. 
The units are designed to be connected to the Dick Smith System 80 Computer in 
conjunction with the X-4020 expansion unit but are also suitable for use with many 
other systems. 



The X-4060 is ready configured as Drive 
configured as Drive 1 (your second drive). 

INSTALLATION 



(your first drive) and the X-4061 is 



1 . The X-4060/61 is simply fitted to the System 80 expansion unit via the X-3232 Daisy 
Chain Cable. The drive power cable is connected to a 240V 50Hz power outlet. 

2. A basic single drive configuration may be expanded using additional X-4061 drives. 
The X-4061 is pre-configured as a Drive 1 and as such is not fitted with termination 
resistors. It must therefore be connected between Drive (an X-4060) and the System 
80 expansion box. 

NOTE: The X-4061 must not be the only drive present. 
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3. Further expansion beyond two drives is provided by using the X-4061 reconfigured 
as Drive 2 and/or Drive 3 (your third or fourth drives). A DIP switch is provided for this 
purpose. To select a drive, slide the switch to the ON position returning any previously 
selected switch to OFF. 




PREVENTATIVE MAINTENANCE: 

This unit was designed and manufactured in Australia for Dick Smith Electronics Pty Ltd 
(Incorporated in NSW}, and requires little maintenance. 

Head Cleaning. 

To clean the drive head, we recommend that you use the X-3516 Head Cleaning kit. It is 
recommended that you clean you disk heads once a month. 
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